
POWER/MATE CORP.— your ONE-STOP SOURCE FOR MODULE POWER SUPPLIES 

163 CLAY ST.,HACKENSACK, N.J. 201 343-6294 or contact local representativ 













power/mate corp. 

163 CLAY ST., HACKENSACK, N.J. 
201-343-6294 


SPECIALISTS IN MODULE POWER SUPPLIES 


Select from Thousands 


of Standard 


Models 


models from zero to 
currents to 25 


400 volts 
amps 


Many Models in Stock for 


Immediate 


Delivery 


o ALL Models Completely Short Circuit Proof 
o ALL Models Operate at 71%C Ambient 

WITHOUT DERATING OR ADDITIONAL COOLING OR HEATSINKING 


• ALL Models All Silicon Semiconductor 


CALL US OR LOCAL REPRESENTATIVE FOR CATALOG 











